To:  R8EISC[R8EISC@epa.gov] 

Cc:  Williams,  Caroline[Williams. Caroline@epa.gov];  Grimm,  Craig[Grimm. Craig@epa.gov]; 

Maloney,  Tom[Maloney. Thomas@epa.gov];  Brogden,  Rose[Brogden. Rose@epa.gov] 

From:  Davis,  Tim 

Sent:  Mon  8/10/2015  3:22:13  PM 

Subject:  RE:  Webpage  Error 


It  looks  like  the  link  is  actually  working.  It  might  have  been  a redirect  issue.  But  DEFINITELY  let 
me  know  if  it  doesn’t  work  at  any  point,  since  it’s  a super  important  link!  © 


It’s  linked  from  this  page: 

http://www2.epa.qov/reqion8/qold-kinq-mine-release-emerqency-response 


Thanks!! 

-Tim 


From:  Brogden,  Rose  On  Behalf  Of  R8EISC 
Sent:  Monday,  August  10,  2015  8:44  AM 
To:  Davis,  Tim 

Cc:  Williams,  Caroline;  Grimm,  Craig;  Maloney,  Tom;  Brogden,  Rose 
Subject:  Fw:  Webpage  Error 


From:i  Personal  Email/Ex.  6 

Sent:  ^uhbay7August_9.;20T5_T:08PM___ 
To:  R8EISC 


Subject:  Webpage  Error 


Greetings, 


1785190 


ED  000552B  00063107-00001 


Webpage 


http://www.epaosc.org/site/site  profile. aspx?site  id=  1 1 082 


Please  remove  the  space  from  this  link  as  quickly  as  possible.  People  are  probably 
frustrated  when  the  page  can't  be  found. 


"http://www2.epa.gov/region8/qold-kinq-mine-release-  emergency-response" 


Thanks, 


1785190 


ED  000552B  00063107-00002 


